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( Note: [soe further information ox the Supure (Suiho} 
(124-58, 40-28) Eydro-Powar Plant.) 
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The following mun}tion factories in Horth Korea receive the following aucun s 
of electric power from either the Supunge Hydro-Pawer Plaat or Crom ans ef tha 

- Plants in the Changjin (Choshin) River systen of hydro-powsr slants svorent- 
mately 45 miles south of Changjin (Choshin) (127-10, 40-54), 


Rese of Munitions Plant Sumber of HW 'fsceives Daily. 
Pangan (Xonen) (127-33, 39-52) 120.060 


Plant 
25X11 Hote; According to Jania 75, 
E -61, the principal source cf’ 


slectricity for Eangnaa is the Puchon 
River system of hydro—-power plants about hi. 
35 miler north of the city. ) , ‘ 


Siaaiju (Shingishu) (124-24, 40-06) 20,009 
Horth Central (Chuag Puk ¥ 3b.) Munitions 
Factory . 
Yonaan (Gengan) (127-26, 39-10) Munitions At .009 
Feetory . . 
Pyongyang (Heijs) (125-44, 39-01) Muniticne 89, 009 
Faetory . ; 
25X1 eT | Bote: Tt is sssumed thet thie zeans the nurter o7 ‘ilove itchenr: 
os electric power received daily, / 
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